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103 Pi‘k Avfngf, <N*W York Ji V tool? * ? 

to ■ Mr. J. S. Crichton Date May 22 , 1980 

CON FI DC .i Tint, 

Fiom ■ T. T. Good,lie 

SubicM ■ Tar specifications - Saratoga Lights, Bill Lights 
100's Box, ,nd Marlboro Lights Kir,,: Size Do^: 


Saratoga Lights, regular and menthol 

As Saratoga and Saratoga Lights are the same cigarette, the 
tar specifications are also the same. The tar for both 
Saratoga and Saratoga Lights should continue to be maintained 
at the same level that Saratoga has been running, 

DM1 Lights 100's Box, regular and menthol 

Tar specifications for the Bf.il Lights 100's Dox arc the soico 
as the Bill Lights 200's Soft Back. 

Marlboro Lights King Sire Pox 

Tar specifications for the Marlboro Lights King Site Box 
arc the same as the Marlboro Lights King Site SoEt Pack, 
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Source: https://www.industrydocuments.ucsf.edu/docs/kjhm0004 




